FIXED STATION IDENTIFICATION/CHANNEL AUTHORIZATIONS 

5.1 CUMBERLAND COUNTY FIRE/RESCUE AND EMS 

COMMUNICATIONS SYSTEMS 


The Fire/Rescue and EMS Communications Radio Systems 
are licensed to the County of Cumberland by the Federal 
Communications Commission, in accordance with Volume V, 
Part 90, Rules and Regulations. The use of Cumberland 
County's Communications Systems must be confined to the 
limitations of the license and in strict accordance to the 
procedures contained within this Communications Procedural 
Manual. 

5.2 CONVENTIONAL FIXED STATIONS 

46.06 MHz PL 97.4 

(KGD 554) "Headquarters Fire 1" - Fire/Rescue 
Communications System - Incident Dispatch/Toning Channel 
and Public Alerting Early Warning Activation Channel. 

46.00 MHz PL 88.5 

(WZZ 999) "Headquarters Mutual Aid 2" - Fire/Rescue 
Communications System - Assigned Operations Support 
Channel. 

46.22 MHz PL 85.4 

(KGD 554) "Headquarters Mutual Aid 3" - Fire/Rescue 

Communications System - Assigned Mutual Aid Operations 
Channel for assigned talk group patching during incident 
communications. 

46.44 MHz 

(KGD 554) "Special Fire Police" - Fire/Rescue 
Communications System - Mobile/Portable Radio Channel. 

154.280 MHz 

(KGD 554) Cumberland County Fire/Rescue 
Communications Inter-County Mutual Aid. 

MED 10 (462.975-467.975) 

(WZZ 999) "Cumberland MED" - EMS Communications 

System - Incident Dispatch/Toning Channel. 



MED 4 (WZZ 999) "Cumberland MED" - EMS 
Communications System - Statewide Designated Hailing 
Channel for Out-of-Area EMS units. 

MED 1 -3 AND MED 5 - 8 

(WZZ 999) "Cumberland MED" - EMS Communications 
System - Assigned Hospital Notification Channels for Out of 
County Services. 


MED 1 - 8 FREQUENCIES 

BASE/MOBILE 

MED 1-463.000/468.000 
MED 2-463.025/468.025 
MED 3-463.050/468.050 
MED 4-463.075/468.075 


BASE/MOBILE 

MED 5-463.100/468.100 
MED 6-463.125/468.125 
MED 7-463.150/468.150 
MED 8-463.175/468.175 


Cumberland County MED 1-10 CTCSS Tone -131.8 
Regional MED 1 -10 CTCSS Tone - 210.7 

Fire 1, MED 10, Inter-County and Assigned Mutual Aid channels are 
monitored by the Center. Non-assigned Mutual Aid channels are not 
monitored by the Center. 


800 NETWORK BASE STATIONS 


800 TRUNKED PUBLIC SAFETY - Primary Sites WPIS654 
800 TRUNKED PUBLIC SAFETY - Dickinson Twp.; 

King’s Gap; Waggoner’s Gap; & CTC WPWC466 


800 

800 

800 

800 

800 

800 

800 


TRUNKED PUBLIC SAFETY 
TRUNKED PUBLIC SAFETY 
TRUNKED PUBLIC SAFETY 
TRUNKED PUBLIC SAFETY 
& NSPAC 

TRUNKED PUBLIC SAFETY 
MUTUAL AID 

TRUNKED PUBLIC SAFETY 


Rose Garden WPWV785 

Boiling Springs WPWW721 

VTAC WQAB589 

Pine Grove; VTAC; 

WQAD624 
VTAC WQCP250 

WQEK751 
Holy Spirit; VTAC WQFL384 




5.4 TALK GROUPS 


Talk group and fleetmap information is located in Appendix III 



